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Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 


Here’s  the  way  to 


No.  1  100  Bulbs 


A  wonder  for  the  money.  We  are  con¬ 
stantly  improving  the  quality  of  this 
collection  and  have  this  year  added  a 
few  choice  varieties.  Bulbs  are  good 
blooming  size  1  inch  and  over.  Not 
less  than  30  varieties,  good  assortment 
of  color.  Postpaid 


6  $1  LOTS  for  $5— SAVE  $1 


No.  2  Cut  Flower  Collection 
100  Bulbs  $2 

This  collection  consists  of  bulbs,  1%  inch  and  over,  all 
colors,  and  will  make  fine  blooms.  Bulbs  included  are  mostly 
popular  commercial  varieties,  with  a  good  sprinkling  of  newer 
kinds.  A  well  balanced  collection;  sure  to  please. 

Postpaid — 4  lots  for  $6.00 


Spread  Garden  Beauty 


Bay  Slate 
‘Glad’  Col  lections 

MONEY  BACK  IF  YOU  ARE  NOT  SATISFIED 


No.  3  Rainbow  Collection 
100  Bulbs  $3 

This  collection  is  an  outstanding  assortment;  made  up 
entirely  of  named  varieties  and  we  guarantee  at  least  30 
kinds.  We  will  also  make  this  collection  up  to  your  satisfac¬ 
tion.  If  you  like  light  or  dark  shades  or  more  red,  pink  or 
yellow  etc.,  advise  us  when  placing  your  order. 

Postpaid — 4  lots  for  $10.00 


No.  4  Collection 
100  Bulbs  $3 

Named  varieties;  25  Red,  25  White, 
25  Pink,  25  Yellow  and  25  Blue  or  Vio¬ 
let  shades.  Each  color  will  include  sev¬ 
eral  varieties  unless  requested  one  va¬ 
riety,  which  will  be  our  selection. 

Very  popular! 

Postpaid — 4  lots  for  $10.00 


No.  5  Collection 
600  Bulbs  $10 

Consists  of  12  bulbs  each  of  50  differ¬ 
ent  varieties,  each  separate  and  labeled. 
Wide  assortment  of  colors  and  a  good 
range  of  early,  mid-season,  and  late 
varieties.  A  real  comprehensive  collec¬ 
tion;  will  in  itself  provide  a  fine  “Glo¬ 
rious  Gladiolus  Garden.” 

Postpaid — 300  Bulbs  for  $6.00 


GUARANTEE — Bulbs  are  all  large  blooming  size  114  inch  or  over  in  diameter,  ex¬ 
cept  No.  1,  which  are  1  inch  and  over.  Guaranteed  to  satisfy  you.  If  you  are  not 
satisfied,  return  bulbs  at  once  and  your  money  will  be  refunded. 


Bay  State  Bulb  Co.  Mansfield,  Mass. 


